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Eugene Townsend, Esq., 

Superintendent Mint U.S., 

Philadelphia, Pa. 
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Sir: 

.1 am informed that Michael D.Bradley, whose removal was disapproved 
has not been restored to duty. I will thank you to inform me if such 
is the fact, and your reasons for not restoring him. 


Respectfully yours, 









Bureau of the Mint, 



IRG104E-1 Box 185 
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NARA RG104, Entry 1, Box 185 


[Abstract:] Asks why Michael D. Bradley, whose removal was disapproved, has not been 
restored. 

Treasury Department, 

Bureau of the Mint, 

Washington, D.C., 

May 22, 1894 

Eugene Townsend, Esq., 

Superintendent Mint U.S., 

Philadelphia, Pa. 

Sir: 


I am informed that Michael D. Bradley, whose removal was disapproved, has not been 
restored to duty. I will thank you to inform me if such is the fact, and your reasons for not 
restoring him. 

Respectfully yours, 

R.E. Preston 
Director of the Mint. 



